RG104 E-1 Box 122 Aug-Dec 1880 





Greasury Aecpartment, 


Se. 


OFFICE OF THE DIRECTOR OF THE MINT, 


Washington; LD. 6, 





eee 
cake’ we 


re 
? 












RG104 E-1 Box 122 Aug-Dec 1880 


i =e a = eS 


Washinglen, BD. 


DL 2 A 29 2 


SS Nig 


Tp CLT A nd al ed 





1 fe. 
Ft 4740-27 Al bb De 





RG104 E-1 Box 122 a 2 / 





NARA RG104, Entry 1, Box 122 


[Letter One: ] 
[Abstract:] Allotment of S.S.D.’s for December... 1194 


Treasury Department, 

Office of the Director of the Mint, 
Washington, D.C., 

December 9, 1880 


Sir: 


If it will enable you to coin more gold and you desire it I will reduce the number of 
standard silver dollar to be coined at your Mint during the current month from 800,000 to 
600,000 pieces. 


Please let me hear from you on this subject without delay. 


Very respectfully, 
Horatio C. Burchard 
Director 


A. Loudon Snowden, Esq. 
Supt. Mint U.S. 
Philadelphia 
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[Letter Two:] 
[Abstract:] Reducing the December allotment of Silver dollars... 1211 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
December 11, 1880 


Sir: 


The number of Standard Silver dollars to be coined by your Mint during the current 
month is hereby reduced from 800,000 to 600,000 pieces. 


Very respectfully, 
Horatio C. Burchard 
Director 


A. Loudon Snowden, Esq. 
Supt. Mint U.S. 
Philadelphia 


